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ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

076235 

P R 101725Z APR 75 
FM AMEMBASSY PARIS 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 8364 

UNCLAS PARIS 09106 

USDOC FOR CLARK BIC/OIM 

E.O. 11652: N/A 
TAGS: BEXP EAIR FR 

SUBJECT: PARIS AIR SHOW: BOOTH ASSIGNMENTS; UNIFORMS; 
CONFERENCE ROOMS. 

REF: TELCON 4/9 CLARK AND AUFRICHT/W ARNES 

1. BOOTH NUMBERS HAVE BEEN CHECKED AND VERIFIED AGAINST 
CATALOG. MASTER FLOOR-PLAN, NEWSLETTER LIST. FOLLOWING 
ADJUSTMENTS SHOULD BE MADE ON WASHINGTON FLOOR-PLAN: 

HONEYWELL BOOTH 38 - 39 
PRD ELEC. BOOTH 59 
FAA BOOTH64- 71 

TEXAS INST. BOOTH 24-25 
AVITRON BOOTH 61 - 63 
SYMBOLIC DISPLAY BOOTH 60 

NO FUTURE CHANGES IN BOOTH NUMBERS WILL BE MADE WITHOUT 
PRIOR NOTIFICATION/APPROVAL WASHINGTON. LETTER OF 
EXPLANATION FROM AUFRICHT TO ALL EXHIBITORS WILL BE SENT 
ASAP ENCLOSING FINAL EXHIBITOR LIST AND BOOTH NUMBERS. 
COPY OF FINAL FLOOR-PLAN IN MAIL. 

2. REFERENCE CLARK TELEPHONE CALL APRIL 9, CONCERNING 
WASHINGTON'S OBJECTION TO ESTEREL LOGO ON UNIFORMS LEFT 
BREAST POCKET. AUFRICHT REQUESTED AND OBTAINED ESTEREL 
CONCURRENCE PLACING USA LOGO ON BREAST POCKET AND 
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READY FOR INSPECTION APR. 16. 

3. IN REFERENCE TO CONFERENCE AREA LAYOUT, STRONGLY 
RECOMMEND ROOM C-l NOT BE ALTERED BECAUSE OF LOCATION OF 
WINDOWS AND AIR CONDITIONING UNITS WHICH MAKE UTILIZATION 
OF ROOM PARTITION ARCHITECTURALLY IMPRACTICAL AND WOULD 
ALSO NECESSITATE INSTALLING TWO ADDITIONAL DOORS. 

C-2 AND C-3 REMAIN DIVIDABLE AS REFLECTED IN INITIAL 
DRAWING. 

CORRECTED FLOOR-PLAN NECESSITATED REDUCINGSIZE OF C-4. 
HOWEVER, IT CAN BE USED AS CONFERENCE ROOM TO ACCOMMO- 
DATE 4 TO 6 PERSONS. 

THUS TOTAL OF 6 CONFERENCE ROOMS EXIST. 

FLOOR PLAN USED BY BELANGER IS AN EARLY DRAWING AND DOES 
NOT ACCURATELY REFLECT TRUE DIMENSIONS OF CONFERENCE 
ROOM AREA. NEW DRAWING BEING FORWARDED WILL PROVIDE 
CORRECTED PLAN AND WILL SHOW DIMENSIONS IN SQUARE FEET 
SHOWING TABLE AND CHAIR SIZES TO PROVIDE GRAPHIC VIEW 
OF ACTUAL SPACE CAPACITY. 
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